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SUBJECT: FDA ADVISORY - DEFECTIVE ELECTRONIC PRODUCT - EXCESSIVE 
ULTRAVIOLET RADIATION 

REF: 1) STATE 126575/1 2) STATE 200364/1 OF AUGUST 22, 1975 

1. MILAN CONSULATE INFORMED OF CONVERSATION WITH MR. LAGO OF 
DENTALICA (ITALIAN AGENT OF CAULK CO.). 

2. 250 MODIFICATION KITS ARRIVED IN ITALY FOR DISTRIBUTION TO 
CLIENTS/USERS BY INDIVIDUAL CALLS. 

3. ITALIAN HEALTH AUTHORITIES BEING INFORMED ON MATTER BY OFFICIAL 
CORRESPONDENCE. VOLPE 
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